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© Positive Today: 11 #1 Recovered Today: 02 

WR Death Today: 00 {Active Cases: 15 

S*Y Sample Positivity today: 2.31% R% _ Recovery Percentage: 96.03% 
1. Total cumulative Positive COVID-19 detected since 01.01.2022: 104674 
2. Total Number (%) of COVID-19 Patients Treated/ Cured since 01.01.2022: 100519 (96.03%) 
3. Total Number (%) of COVID-19 patients migrated out of state since 01.01.2022: 3805 = (3.63%) 
4. Total Number (%) of COVID-19 Deaths since 01.01.2022: 335 = (0.32%) 
5. Number of samples found negative for COVID-19 today: 466 
6. Total number of samples sent for COVID-19 testing today: 406 
7. Total number of cumulative samples found negative since 01.01.2022: 1604107 


aE vellaaae nina 


oy ae owt aaah 
fica A at oat S ! 


TAC FHS GH CIA Chiat, Gea / Het 

SoA Hdleleh H Saad AER cot Teer... 
‘a faa srqeu @ fesett gfcatead arat 
F ae rat @ fora aret 2’ 


paveisap 


aay ai Ag 


Integrated Disease Surveillance Programme CVID-19 


Uttarakhand State Control Room 
SRRRAPS ART aan vere fer Directorate of Medical Health & Family Welfare, Uttarakhand, Dehradun 
BRR RRR RRR RRR RRR RRP RRR RR RR RRR RRR RRR RR RRR RRR RRR RRR RRR RRR RRR RRR RRR RRR RRR RRR RRR RRR RR eee eee ee eee 


CHOU siciot OH SSF) easel cee re ci, 
aifes sok UX UX oiler Creprepryt feben oT A ‘ii 


C®VID-19 \Qyp varrast 77% 


Uttarakhand State Control Room : KA 


Uttarakhand State Control Room 


Integrated Disease Surveillance Programme ve C#VID-19 
arakhand State Control Room 
Directorate of Medical Health & Family Welfare, Uttarakhand, Dehradun 


Detailed Status of Sample Tested 


Negative Positive 


Negative Positive 


intact Glut cdl| in last 24 |) < waulatve 
Since ae Since 
01.01.2022 ours 01.01.2022 


Almora 77556 


Bageshwar 
Chamoli 


Champawat 


Dehradun 


Haridwar 


Nainital 
Pauri Garhwal 
Pithoragarh 


Rudraprayag 
Tehri Garhwal 
US Nagar 
Uttarkashi 
Total 


Almora 4952 4506 9 4 433 
Bageshwar 2162 2057 0 0 105 
Chamoli 3380 3245 0) 3 132 
Champawat 1994 1965 0 2 27 
Dehradun 39142 38453 2 212 475 
Haridwar 14128 13847 4 32 245 
Nainital 13565 13477 0 33 55 
Pauri Garhwal 5602 4543 0 21 1038 
Pithoragarh 2765 2606 0 4 155 
Rudraprayag 3065 2921 0 2 142 
Tehri Garhwal 2631 2163 0 8 460 
U.S. Nagar 9353 8995 0 8 350 
Uttarkashi 1935 1741 0 6 188 
Total 104674 100519 15 335 3805 
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COVID-19 STATUS SINCE 01.01.2023 


1@) Positive Today: 11 # Recovered Today: 02 

HR Death Today: 00 HQ Active Cases: 15 

1. Total cumulative Positive COVID-19 detected since 01.01.2023: 65 
2. Total Number of COVID-19 Patients Treated/ Cured since 01.01.2023: 76 
3. Total Number of COVID-19 patients migrated out of state since 01.01.2023: 04 
4. Total Number of COVID-19 Deaths since 01.01.2023: 02 
5. Number of samples found negative for COVID-19 today: 466 
6. Total number of samples sent for COVID-19 testing today: 406 
7. Total number of cumulative samples found negative since 01.01.2023: 20527 


Detailed Status of Sample Tested 


Positive 
Cumulative 
Since 
01.01.2023 


Negative 
Cumulative 
Since 
01.01.2023 


Positive 
in last 24 
hours 


Negative 
in last 24 
hours 


Almora 


Bageshwar 
Chamoli 
Champawat 
Dehradun 


Haridwar 


Nainital 
Pauri Garhwal 
Pithoragarh 


Rudraprayag 
Tehri Garhwal 
US Nagar 
Uttarkashi 
Total 
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COVID-19 Vaccination 


6th February 2023 


* Sessions Held Today: 472 
* Number of Beneficiaries Vaccinated Today: 8096 
* Total Number of Beneficiaries Partially Vaccinated: 9117473 
* Total Number of Beneficiaries Fully Vaccinated: 8727940 
*% = Total Number of Beneficiaries Given Precaution Dose: 2270071 
Details of Beneficiaries Vaccinated in Uttarakhand 
ae ks Last 24 hrs 
Citizens Health Care Worker Front Line Worker coverage 
Cumulative 
here 12-14 12-14 SEZ eer a ‘i 4 ff Precaution 1st 
ra We vrs | years tst | | years | ‘Stdose | and Dose | _ Dose = Bore ee cae [lee dee tre 
Neu au pose Aves Coverage | Coverage | Coverage | Coverage | Coverage | Coverage OOIERS aie nse 
Dose Dose Coverage | Coverage Dose 
Almora 21129 15820 29469 24856 385068 359736 6025 6035 9962 9770 98908 10 280 
Bageshwar 10540 9144 14158 13383 186480 173492 2515 2522 2323 2403 66470 4 142 
Chamoli 15250 15195 19751 19737 275409 273067 3988 4025 6494 6642 129603 0 329 
Champawat 11017 10185 13566 13212 185714 175837 2257 2325 7595 7613 48543 1 10 
Dehradun 74412 54062 104774 85283 1586792 | 1501613 37254 36768 30684 31372 453694 204 983 
Haridwar 76648 43870 84309 55509 1526087 | 1476858 17797 17690 48490 48525 378585 25 472 
Nainital 43302 38850 53786 50012 761201 747386 14197 14020 20121 20260 214246 36 774 
Pauri 22905 18164 32793 31227 456839 440758 7928 7956 7111 7211 154412 18 249 
Pithoragarh 16699 12980 23891 21314 329302 321124 4097 4116 8325 8428 78316 22 352 
Rudraprayag 9223 7414 12656 11261 174941 161911 2466 2458 2692 2717 61691 36 55 
Tehri 23949 22606 31393 30888 402586 373029 6254 6321 4932 5062 151129 4 146 
US Nagar 63556 56172 93986 93143 1364780 | 1400541 12514 12651 34825 34135 304581 122 3536 
Uttarkashi 13680 11523 18344 17358 237774 229783 3464 3490 5004 5122 129893 1 285 
Total 402310 | 315985 | 532876 | 467183 | 7872973 | 7635135 | 120756 | 120377 | 188558 | 189260 | 2270071 | 483 | 7613 
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DETAILED STUDY OF COVID-19 STATUS SINCE 15.03.2020 


S*"Y Sample Positivity: 4.40% 
RX CFR (%Death): 1.72% 


R% Recovery Percentage: 96.04% 
44 Migrated Cases: 2.23% 


Total cumulative Positive COVID-19 detected: 


Total Number of COVID-19 Patients Treated/ Cured: 


Total Number of COVID-19 patients migrated out of state: 


Total Number of COVID-19 Deaths: 


Total number of cumulative samples found negative: 


Total number of cumulative samples tested: 


Districts wise Status of COVID-19 


449459 


431669 


10022 


7753 


9779860 


10229319 


District Cumulative Negative Positive ig Cumulative Cumulative 
samples Tested Cumulative Cumulative Date Deaths Migrated/others 
Almora 328789 311596 17193 15930 200 1054 
Bageshwar 262164 254235 7929 7738 61 130 
Chamoli 361602 345970 15632 15228 65 339 
Champawat 341433 331760 9673 9402 35 216 
Dehradun 2515105 2363231 151874 147055 3739 1078 
Haridwar 2620480 2554767 65713 63010 1056 1643 
Nainital 744774 691867 52907 51730 980 197 
Pauri Garhwal 545158 521814 23344 21263 336 1745 
Pithoragarh 290487 277431 13056 12607 186 263 
Rudraprayag 246035 234164 11871 11461 108 302 
Tehri Garhwal 380338 361867 18471 16994 118 1359 
U.S. Nagar 1185427 1138128 47299 45367 769 1163 
Uttarkashi 407527 393030 14497 13884 80 p35 
Total 10229319 9779860 449459 431669 Tiss 10022 


